112    DOCKETED ITEMS

9106120284 Interim deficiency rept re failure to establish & implement corrective action
program for documents from 1987 to 1991.Initially reported on 910508.Final rept will
be sent after response to Insp Rept 50-391/90-31 submitted.

WALLACE.E.G. Tennessee Valley Authority, WBRD-50-390/91-23. 91/06/07. Docu-
ment Control Branch (Document Control Desk). 4pp. 58109:001-58109:004.

9106190004 Final deficiency rept re Limitorque SMB 00 torque switches w/potentially
defective roll pins installed on valve actuators.lnitially reported on 910312.Defective
switches at Unit 2 will be replaced prior to fuel load,

WALLACE.E.G. Tennessee Valley Authority. WBRD-50-390/91-09. 91/06/11. Docu-
ment Control Branch (Document Control Desk). 5pp, 58195:336-58195:340.

9106240312 Interim deficiency rept re installation of 480-volt shutdown transformer
bushing conductors supplied by Westinghouse. Initially reported on 910521.Final rept
will be provided by 911216 following receipt of vendor evaluation.
WALLACE.E.G. Tennessee Valley Authority. WBRD-50-390/91-26. 91/06/20. Docu-
ment Control Branch (Document Control Desk). 4pp, 58212:350-58212:353.

V. Operator Examinations

9106110062 Forwards insp repts 50-390/91-05 & 50-391/91-05 on 910422-26.No viola-
tions or deviations noted.

WILSON.B.A. Region 2 (Post 820201). 91/05/28. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 57996:300-57996:310.

-9106110064 Insp repts 50-390/91-05 & 50-391/91-05 on 910422-26.No violations
noted.Major areas inspectedrcorrective violations for open violations & unresolved
items in areas of welding & NDE.

CROWLEY.B.R., BLAKE.J.J. Region 2 (Post 820201). 91/05/16. 8pp. 57996:303-
57996:310.

DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2

A. Application/construction stage documents & correspondence

9106040311 Notification of 910626 meeting w/util in Spring City.TN to discuss
status.needed actions & schedules of various issues including.outstanding
issues.confirmatory issues.proposed license conditions & corrective action programs.
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/05/30. HEBDON.FJ. Project Directorate ll-4 (formerly TVA Project Directorate)
(Post 900603). 3pp. 57999:212-57999:214.

9106100157 Rev to 910515 summary of 910522 meeting w/TVA re status of various
licensing issues.

TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/06/04. Project Directorate H-4 (formerly TVA Project Directorate) (Post 900603).
18pp. 57994:317-57994:334.

9106100119 Forwards interim safety evaluation of FSAR section 14.2, amends 56-63.
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/06/06. NAUMAN.D.A. Tennessee Valfey Authority. 2pp. 57994:339-57994:344.

-9106100125 Interim safety evaluation accepting amends 56-63 to FSAR section 14.2.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 4pp.
57994:341-57994:344.

9106100406 Forwards responses to supplemental NRC questions on FSAR, Section
3.8,proposed revs to FSAR.App 3.8E,Rev 1 to Design Guide Cl.6.12,in response to
plant evaluation criteria for steel structures w/thermal restraint.
WALLACE.EJ. Tennessee Valley Authority. 91/06/06.  Document Control  Branch
(Document Control Desk). 2pp. 58123:001-58123:170.

-9106100411 Rev 1 to Civil Design Guide DG-C1.12. "Structural Steel Evaluation of
Steel Structures w/Thermal Restraint."
HUGHES.J.J. Tennessee Valley Authority. 91/05/06. 68pp. 58123:010-58123:077.

-9106100418 Rev 6 to Design Criteria WB-DC-20-21, "Miscellaneous Steef Compo-
nents for Category I Structures."

*  Tennessee Valley Authority. 89/12/07. 37pp. 58123:078-58123:114.

9106270121 Confirms 910606 rngt meeting to be conducted onsite to discuss current
status & future plans for plant work activities.Proposed agenda encl.
WILSON.BA Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 58223:333-58223:336.

9106190280 Forwards attachment to 910607 Itr re seismic analysis corrective action
program implementation audit.

WALLACE.E.G. Tennessee Valley Authority. 91/06/13. Document Control Branch
(Document Control Desk). 3pp. 58187:310-58187:312.

9106190374 Forwards Calculation WCG-1-397,Rev 1, "Two Degree of Freedom Com-
parison to Coupled Sys Response," in response to 910104 request for addl info on
justification for 1.2 multi-mode factor.

WALLACE.E.G. Tennessee Valley Authority. 91/06/13. Document Control Branch
(Document Control Desk). 2pp. 58188:026-58189:130.

-9106190380 Rev 1 to WCG-1-397, "Two Degree of Freedom Comparison to Coupled
Sys Response."

*   Tennessee  Valley  Authority.  WCG-1-397   R01.   91/01/25.   400pp.   58188:028-
58189:130.

9106190389 Revised notification of 910626 meeting w/TVA in Spring City, TN to dis-
cuss status.needed actions & schedules of various licensing issues.Meeting date
changed to 910627.

TAM.P.S. Project Directorate H-4 (formerly TVA Project Directorate) (Post 900603).
91/06/13. HEBDON.FJ. Project Directorate H-4 (formerly TVA Project Directorate)
(Post 900603). 3pp. 58163:072-58163:074.

9106210140 Forwards environ assessment & finding of no significant impact re 910516
request for extension of latest const completion date for CPPR-91 to 931231 & until
970630 for CPPR-92.

HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603), 91/06/18. NAUMAN.D.A. Tennessee Valley Authority. 2pp. 58202:174-

-9106210143 Environ assessment & finding of no significant impact re util 910516 re-
quest to extend latest const completion date for CPPR-91 until 931231 & until 970630
for CPPR-92.

BLACK.S.C. Project Directorate il-4 (formerly TVA Project Directorate) (Post 900603).
91/06/18. 6pp. 58202:176-58202:181.

F. Security, medical, emergency & fire protection pians

9106110043 Forwards insp repts 50-390/91-06 & 50-391/91-06 on 910430-0501.No
violations or deviations noted.

WILSON.B.A. Region 2 (Post 820201). 91/05/23. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 57997:177-57997:183.

-9106110050 Insp repts 50-390/91-06 & 50-391/91-06 on 910430-0501.No violations
or deviations noted.Major areas inspected: concerns re random drug test positive re-
sults & site security manager not being cleared for facility access.
TOBIN.WJ. Region 2 (Post 820201). 91/05/21. 3pp. 57997:181-57997:183.

9106040163 Informs of site visit on 910612-14 re review of physical security plan.
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/05/24. NAUMAN.D.A, Tennessee Valley Authority. 4pp. 57894:107-57894:110.

9106260288 Revised Central Emergency Control Ctr (CECC) EPIPs.including Rev 9 to
CECC-EPlP-2 & CECC-EPIP-3,Rev 10 to CECC-EPIP-4,Rev 9 to CECC-EPIP-5,Rev 8
to CECC-EPIP-1,Rev 6 to CECC-EPIP-6, Rev 8 to CECC-EPIP-7 & Rev 6 to CECC-
EPIP-8.
WALLACE.E.G. Tennessee Valley Authority. 91/06/13. 200pp. 58236:107-58236:305.

K. Utility Final Safety Analysis Report (FSAR) & amends

9106070031 Forwards affidavit certifying that Amend 66 to plant FSAR served upon in-
dividuals identified by depositing into US mail charges prepaid.
WALLACE.E.G. Tennessee Valley Authority. 91/06/03. Document Control Branch
(Document Control Desk). 7pp. 58014:001-58014:007.

Q. Inspection reports, IE Bulletins & correspondence

9106110036 Confirms 910315 conversation re 910412 enforcement conference in
Atlanta.GA to discuss regulatory concerns on work control & conditions adverse to
quality program at plant.

WILSON.B.A. Region 2 (Post 820201). 91/04/03. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 57995:355-57995:358.

9106110122 Informs of reversal of NRC decision not to respond to severity level IV & V
notices of violations when responses completely acceptable.

WILSON.B.A. Region 2 (Post 820201). 91/05/14. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 57998:107-57998:110.

9105090386 NRC Info Notice 91-032. "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106060209 Ack receipt of 910103 & 0305 Itrs informing NRC of corrective actions re
violations noted in Insp Repts 50-390/90-15 & 50-391/90-15.

WILSON.B.A. Region 2 (Post 820201). 91/05/21. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 58002:235-58002:237.

9106110165 Ack receipt of 910327 response-to violations noted in insp repts 50-390/
90-30 & 50-391/90-30.

WILSON.B.A. Region 2 (Post 820201). 91/05/21. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 57998:177-57998:179.

9106110171 Ack receipt of 901120 response to violations noted in insp repts 50-390/
90-19 & 50-391/90-19.

WILSON.B.A. Region 2 (Post 820201). 91/05/21. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 57998:180-57998:182.

9106110043 Forwards insp repts 50-390/91-06 & 50-391/91-06 on 910430-0501.NO
violations or deviations noted.

WILSON.B.A. Region 2 (Post 820201). 91/05/23. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 57997:177-57997:183.

-9106110050 Insp repts 50-390/91-06 & 50-391/91-06 on 910430-0501.No violations
or deviations noted.Major areas inspected: concerns re random drug test positive re-
sults & site security manager not being cleared for facility access.
TOBIN.W.J.,  MCGUIRE.D.R.  Region 2 (Post 820201).  91/05/21. 3pp. 57997:181-
57997:183.

9106110062 Forwards insp repts 50-390/91-05 & 50-391/91-05 on 910422-26.NO viola-
tions or deviations noted.

WILSON.B.A. Region 2 (Post 820201). 91/05/28. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 57996:300-57996:310.

-9106110064 Insp repts 50-390/91-05 & 50-391/91-05 on 910422-26.No violations
noted.Major areas inspectedrcorrective violations for open violations & unresolved
items in areas of welding & NDE.

CROWLEY.B.R.. BLAKE.J.J. Region 2 (Post 820201). 91/05/16. 8pp. 57996:303-
57996:310.

9106110129 Ack receipt of 910509 response to violations noted in insp repts 50-390/
90-33 & 50-391/90*33,

WILSON.B.A. Region 2 (Post 820201). 91/05/29. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 57998:155-57998:157.

9106110156 Ack receipt of 910128 response to violations noted in insp repts 50-390/
90-22 & 50-391/90-22.

WILSON.B.A. Region 2 (Post 820201). 91/05/29. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 57998:174-57998:176.rol Branch (Document Control Desk). 6pp. 58092:054-58092:059.
